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MM Speaker hisf peech tO his ME 
the thirceenth of May, 1: 6 4 1. 


May it pleaſe your mo#t excellent Maieſtie, 


SSH He great ſecuritie of the Kingdome reſt's in the happy concurrence 
©] [$3>\of the King and people inthe unitie of the hearts- 
k WV Theſe joyned, fafctic and plenty attends the Scepter. 
2) Divided, deſtrugion and confuſion, as briers and thornes ever 
DBSSXR|[preads and makes the Land barren. _ 
' | No peace to the King, 
| No proſperity to the people. | 

The dutics and affeQtions of the Subjet are moſt tranſparent, moſt cleere in the 
\ cheerfull and liberall contribution to knit faſt this [nion in the bond of peace. 

The treaſure of the privy purſe are but the ſupplies of fancy warranted by a 
common intereſt : but the publicke Tribute given by common aſſent, ſupports 
Royall dignity : is ſheltered under the wings of Prerogative, and by that power 
covered trom the eyes, from the touch of deceivers. | 


In theſe wee render Ceſar what is due to Ceſar, and tribute to whom tribute 
belongeth. 


The proper inſcripſion of the Crowne is borne here, and cenſures thoſe ma- 
lignant ſpirits (that dare whiſper, nay, into the cares of your facred Miajeſtie, 
that our ſelves onely , not your ſacred Perſon, your Royall poſteritie are the 
ſupreme object of the Givers. 

The preſervation of the publicke [Union , the ſupply of your Armies, the di- 
ſtreſſes, the miſerable diſtreſſes. of the Northerne parts, the common calamities 
of the times, firſt begat the conſideration of this Bill, the remainder of fix entire 
Subſedies happily preſented to your ſacred Maieſtie by this unworthy hand. 

The firſt vote advanced a credit ro us. to iſſue them for the uſe of your ſa- 
cred Maieſtie the full perfetion ads growth to that credit, which inables us to 
rcturne to your ſacred Maieſtie as to the Ocean, the Tribute due to Iuftice and 
Soveraigntie. =) | 

Theſe are the Earneſts of our vaſt deſires, which take their riſe from the due 
regard to the ſafetie of your Crowne and of your poſteritie. 

Your Royall aſſent ſtamps your Image here, and makes this yours, and yours 
onely , which I by the command of the Commons inall humilitie beſcech, 
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